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Dat a on Facilities Availabl e at ^uel Dumps a nd Filling stations^ 

1, 6030 Filling station on Puesserkrug^ Schwerin* GTL 

1 double standpipe DAFG (sic) with one tank* capacity 2*000 liters) 

and one tank with a capacity of 3*000 liters) u 

1 double standpipe with one tank* capacity 3^000 liters* Diesel oil 

2o 60£8 Dump d 0 bolter* on. 5 Berlinerstrasse* Grabow/ke cklenbur g * 

Standpipe 1* hand pump* 2 tanks 2*000 liters each* gasoline 

Standpipe 2* hand pump$ 1 tank 1*500 liters) 

1 tank 3*500 liters) 

St&ndpipe 3* motor and hand pump* 

1 tank 2*000 liters* gasoline 

1 tank 2*000 liters* gasoline 

1 tank 1*000 liters* gasoline 

Standpipe h 9 hand puup* 2 tanks 2*000 liters each* gasoline 

standpipe 5* motor pump ^2 tanks 2*000 liters each* gasoline 
installation 6058 thus fete 11 tanks with a total storage capacity 
of 22*000 liters , ’ A 'hore is also a depot filling station equipped 
with 1 double standpipe with 2 tanks of 1*000 liters each, 

^chwerin* T/ith spur track* 
gasoline 
Diesel oil 
high octane gasoline 
gasoline 

Diesel oil ) . , 

light oil (?) ) tanks underground 

Buna oil 
^iesel oil 
petroleum 
special gasoline 
benzol 
ToSoI-ixture 


ho 6118 Hubortus J ump 5 Am ‘Guoterbahnhof spur track hr* k (Hubertus)* Schsmttoo 
Tank 1 22*500 liters* Diesel oil 
Tank 2 22*500 liters* Di eS€ ,x oil 
Tank 3 25*000 liters* gasoline 
Tank Lj. 25*000 liters* gasoline 

5® 6138 Krueger bump, 1 Flatz der Froihoit* 0 clioenbcr g/lle cklsnbur g 0 
'Tank 1 50*000 liters* Diesel oil 
Tank 2 50*000 liters* "icsel oil 
Tank 3 50*000 liters* Buna oil 

All tanks underground* 


3 0 £102 DKI.^ Dump* Am Guetorliahnhof * 
I/APA Dunp^ Tank 1 33 -.000 liters* 
Tank 2 
Tank 3 
Tank b 

Gawil . Dump ^ Tank X 
Tank 2 
Tank 3 
Tank h 


33*000 liters* 
20*000 liters* 
62*000 liters* 
15., 000 liters'. 
15*000 liters,. 
15*000 liters , 
15*000 liters* 
Tank 5 11*000 liters* 
Tank 7 10*000 liters* 
Tank 0 10*000 liters* 
Tank 9 3*000 liters* 

All tanks undeiggroundo 


6ll*8 Oehrucder Voss Dump* 1 An der Quoobbe* spur track Ilafendaso* Boizenbor^/ 

Dlbe* 

Tank 1 20*000 liters* piece 1 oil 
Tank 2 20*000 liters* Diesel oil 

Tank 3 50*000 liters* fliesel oil 
Tank h 50*000 liters* gasoline 

7o 6152 m 0 Stange Dump* on 32 I.loyenstrasse* Ilagenow, 

Former Shell Depot, 

Storage capacity! Section 1 « 215*000 liters gasoline 
Section 2 - : 1*500 liters motor oil 
Section 3 - 21*500 liters Diesel oil 
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6202 Bo Bvers Dump, V.aren, Am bahnhof, spur track Ladestrasse, liuerita© 
Tank 3 sections of 32*000 liters each filled with petroleum* 

Diesel oil* and gasoline respectively© 

•Jestion a petroleum 
Section b Diesel oil 
Section c gasoline 
Tank 2* 32,000 liters* Diesel oil 


Tanks 1 and 2 

Tank 3 

U,ioo 

Tank k 

3,600 

Tank 5 

5,000 

Tank 6 

2,700 

Tank 7 

8,200 

Tank 8 

10,000 

Tank 9 

51,000 

Tank 10 

6,000 


v — liters* benzol 

Tank 9 5l,0G0 liters* ^iesel oil 3 ~ 10a are above 

Tank 10 6*000 liters* Di 086 i cal rround© 

Tank XOa 2*000 liters* Diesel oil 
A T0S0 mixture double standpipe is also available 0 
Tank 5*000 liters 
Tank 13*000 liters 

Tm horiaonital tanks with a capacity of 3*500 liters each and filled with 
gasoline ,md Di os0 i oil aro available for use by I.IAC© 


9a 6211 DK£2 Dump, on Industriegolaonde spur track due strew© 

a© Dump 1 •» Indus triegelaende © Storage capacity 11*0*000 liters 
bo Dump 2 - Bafon Doewil Dump© Storage 
Co Dump 3 - Ilafen Olex Dump© Storage 


a© Dump 1 

KHinr^XO liters 
Tank 2 25*000 liters* oil 

Tank 3 25*000 liters 
Tank k 5*000 liters* gasoline 
Tank 5 30*000 liters* Di ase i oil 
Tank 6 3 0*000 lite r s^ g asoline 

Tota r"TX5730?F liters 
bo Dump 2 

Tank ' A «T0,000 liters 
30*000 liters 
20*000 liters 
20*000 liters 
20,000 liters 
3*000 liters 
3,000 liters 

3.000 liters 
111. *000 liters 

9,200 liters 
li,600 liters 
6,1*00 liters 
0*100 liters 

7.000 liters 


capacity 1,623*000 liters 
capacity 775*000 liters 
Total 3,WtC000 liters 


Tank B 
Tank 5 
Tank C 
Tank D 
Tank F 
Tank 3 
Tank II 
Tank 1 
Tank 2 
Tank 3 
Tank k 
Tank 5 


Tank 6 I j'j uv - lx ure-r s 


5,000 liters 
22,500 liters 
15,000 liters 
15,000 liters 
TEors 


machine oil, 6,3/50 
Buna oil 

machine oil, 6,5/50 
light motor oil (?) 
compressor oil 
gasoline 
petroleum 
petroleum 
floor oil 
spindle oil 
Diesel oil (empty) 
Diesel oil (empty) 
spindle oil 



tanks 1 ~ 6 are above ground© 

Diesel oil 
petroleum 
Buna oil 

aviation gasoline 
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6328 ira m on n ^ostockerstraose Kroepelin 

Dump at the Railroad Station Kroepelin* AGL 


Llecklenburgo 


Only one underground -bank mth a capacity of 51**000 liters is 
The tank is filled with oil at present r> 


available® 


6332 Hostock-Draiacw Dump* Dial 
Tank la 18 ^ GOO liters 
18*000 liters 
21*000 liters 
21*000 liters 


Tank lb 
Tank 2a 
Tank 2b 
Tank 2c 
Tank 3a 
Tank 3b 
Tank 3c 


21*000 liters 
21*600 liters 
21*600 liters 
2x*800 liters 


4* on 1? Karl IIoppstrasse 0 
Buna oil 
Diesel oil 
motor oil 
special Diesel oil 
petroleum 
test gasoline 
empty 

special Diesel oil 


12 0 


13 , 


64O8 P« Karsten Dump* freight yard* btralsund® 

Tank 1 20*000 liters Diesel ml 
Tank 2 20*7)00 liters p5t?ole£r 
Tame 3 20*000 liters D^osol oil 

Tank h 20*000 liters Sizsal oil 

6iil8 DKL5S Dump* city dump* on Ruogendamn* btralsund® 
Tank 1 30*000 liters Diesel oil 
Tank 2 30*000 liters D iQse i oil 
Tank 3 30*0(0 lli tors motor oil 
Tank la 30*000 liters gasoline 
Tank 2a 15*00) liters petroleum 
Tank 3a 15*000 liters gasoline 
All tanks are underground 0 


lUo 66l8 DIGIT. Dump* city 
Rostock harbor® 

Tank 1 25*000 
Tank 2 
Tank 3 
Tank 1* 


dump* on 10li Patriotischer Y/eg*spur track Kbnsura Gei 


Tank 5 


25*000 

25*000 

10*000 

10*000 


liters 

liters 

.titers 

liters 

Liters 


Loading ran ip available 


gasoline 
gasoline 
Diesel oil 
Diesel oil 
Diesel oil 
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